HP LCD Monitor Driver(INF) Software


OVERVIEW:
The INF and ICM driver install program on your HP monitor software CD will install the driver files 
used for configuring the HP LCD monitors listed below.

PRODUCTS SUPPORTED:
HP vs15, vs15c, vs17, vs17c, vs19, vs19c, f1705 and f1905 flat panel LCD monitors

DESCRIPTION:
The INF file designates software and defines monitor resources used by Microsoft 
Windows 95, 98, ME, 2000, and XP to ensure monitor compatibility with your computer's 
graphics adapter.  

The ICM color profile is used in conjunction with graphics programs to provide 
color matching consistency from monitor screen to printer. 
The ICM file is activated from within the graphics programs that have this feature.  
The ICM color profile is not operating system specific, and is written in accordance 
with the International Color Consortium (ICC) Profile Format Specification.

An option in the Display Reference Library menu allows you to install the INF and ICM 
files for your monitor.

NOTE: Expanded INF and ICM files for your monitor are located on the monitor
      Software CD under the  X:\Helpfiles\Commonfiles\Inf_Icm  folder 
      (where X is the drive letter designator for the CD-ROM drive).


Manual INF and ICM Installation

Microsoft Windows 2000 and Windows XP support Digital Signature technology for all software 
drivers.  The HP LCD INF driver software on this CD does contain a digital signature and it will
be installed when the INF and ICM setup program is initiated from the Display Software and 
Reference Library menu (Display_Menu.exe).  For Microsoft Windows 95, 98 and ME, the INF and
ICM install program will correctly install non-digitally signed driver files.

In the event of an installation error or if you just prefer to manually install the INF and ICM files, 
follow the steps below.  Instructions may vary between computer systems.

WINDOWS 95
1) Attach HP LCD monitor directly to your computer.
2) Restart your computer.
3) Click on START -> SETTINGS -> CONTROL PANEL.
4) Select/enter into the DISPLAY control panel.
5) Click on the SETTINGS tab.
6) Click on CHANGE DISPLAY TYPE or ADVANCED button(differs between versions of Windows 95).
7) Under Monitor Type, click on CHANGE button.
8) Click on HAVE DISK button and navigate to the following directory: x:\Helpfiles\Commonfiles\Inf_Icm  
   directory(where X is the drive letter designator for the CD-ROM drive).
9) Click on the OK button.
10) Under Models list, select your HP LCD monitor name and then click OK button. 
    The monitor driver files are copied to your computer.
11) Click on the OK button.
12) Click on the CLOSE button to save the settings.
13) Click YES button if prompted to accept the new refresh settings.
14) Click OK button to close the Display Properties control panel.

WINDOWS 98
1) Attach HP LCD monitor directly to your computer.
2) Restart your computer.
3) Click on START -> SETTINGS -> CONTROL PANEL.
4) Select/enter into the DISPLAY control panel.
5) Click on the SETTINGS tab.
6) Click on the ADVANCED... button.
7) Click on the MONITOR tab.
8) Click on the CHANGE button.
9) Click on the NEXT button.
10) Select "Display a list of all the drivers in a specific location, so you can select the driver
    you want." option.
11) Click on the NEXT button.
12) Click on the HAVE DISK button.
13) Click on BROWSE button and navigate to the following directory: x:\Helpfiles\Commonfiles\Inf_Icm  
    directory(where X is the drive letter designator for the CD-ROM drive).
14) Select your HP LCD monitor ".inf" file and click the OK button.
15) Click on OK button.
16) Click on NEXT button.
17) Click on NEXT button.  The monitor driver files are then copied to your computer.
18) Click on the FINISH -> CLOSE -> OK buttons.

WINDOWS ME
1) Attach HP LCD monitor directly to your computer.
2) Restart your computer.
3) Click on START -> SETTINGS -> CONTROL PANEL.
4) Select/enter into the DISPLAY control panel.
5) Click on the SETTINGS tab.
6) Click on the ADVANCED... button.
7) Click on the MONITOR tab.
8) Click on the CHANGE button.
9) Select "Specify the location of the driver(Advanced)" option.
10) Click on the NEXT button.
11) Select "Display a list of all the drivers in a specific location, so you can select the driver
    you want." option.
12) Click on the NEXT button.
13) Click on the HAVE DISK button.
14) Click on BROWSE button and navigate to the following directory: x:\Helpfiles\Commonfiles\Inf_Icm  
    directory(where X is the drive letter designator for the CD-ROM drive).
15) Select your HP LCD monitor ".inf" file and click the OK button.
16) Click on OK button.
17) Click on NEXT button.
18) Click on NEXT button.  The monitor driver files are then copied to your computer.
19) Click on the FINISH -> CLOSE -> OK buttons.

WINDOWS 2000
1) Attach HP LCD monitor directly to your computer.
2) Restart your computer.
3) Click on START -> SETTINGS -> CONTROL PANEL.
4) Select/enter into the DISPLAY control panel.
5) Click on the SETTINGS tab.
6) Click on the ADVANCED... button.
7) Click on the MONITOR tab.
8) Click on the PROPERTIES button.
9) Click on the DRIVER tab.
10) Click on the UPDATE DRIVER... button.
11) Click on the NEXT button.
12) Select "Display a list of the known drivers for this device so that I can choose a specific
    driver." option.
13) Click on the NEXT button.
14) Click on the name of your monitor if in the list provided.
    IF not listed, then click the HAVE DISK button.
15) Click on the BROWSE button and navigate to the following directory: x:\Helpfiles\Commonfiles\Inf_Icm  
    directory(where X is the drive letter designator for the CD-ROM drive).  
16) Select your HP LCD monitor ".inf" file and click the OK button. 
17) Click on the OK button.
18) Click on the NEXT button.
19) Click on the NEXT button.
20) Click on the FINISH -> CLOSE -> OK -> OK  buttons to exit the Display control panel.

WINDOWS XP
1) Attach HP LCD monitor directly to your computer.
2) Restart your computer.
3) Click on START -> SETTINGS -> CONTROL PANEL.
4) Select/enter into the DISPLAY control panel.
5) Click on the SETTINGS tab.
6) Click on the ADVANCED... button.
7) Click on the MONITOR tab.
8) Click on the PROPERTIES button.
9) Click on the DRIVER tab.
10) Click on the UPDATE DRIVER... button.
11) Select "Install from a list or specific location (Advanced)." option.
12) Click on the NEXT button.
13) Select "Don't search. I will choose the driver to install" option.
14) Click on the NEXT button.
15) Click on the name of your monitor if in the list provided.
    IF not listed, then click the HAVE DISK button.
16) Click on the BROWSE button and navigate to the following directory: x:\Helpfiles\Commonfiles\Inf_Icm  
    directory(where X is the drive letter designator for the CD-ROM drive).
17) Select your HP LCD monitor ".inf" file and click the OK button. 
18) Click on the OK button.
19) Click on the NEXT button.
20) Click on the FINISH -> CLOSE -> OK -> OK  buttons to exit the Display control panel.


MICROSOFT WINDOWS NT 4.0 INF AND ICM INSTALLATION NOTES:
Microsoft Windows NT 4.0 does not currently use monitor INF files.
Display Resolutions in Windows NT are controlled by the computer's graphics adapter.  
There is no Monitor selection unless the graphics adapter includes this
option with its own proprietary video drivers (which do not ship with Windows NT).
The ICM color profile file can be used within Windows NT and is activated
from within the graphics programs that have this feature.


PLUG AND PLAY COMPATIBILITY: 
HP monitors are Microsoft Windows Plug and Play compatible.
HP monitors will work correctly without their INF file installed. 
With the monitor attached directly to your computer, and without the INF file installed, 
Microsoft Windows 95, 98, ME, 2000 and XP will recognize your HP monitor as a 
"Plug and Play Monitor."  
The correct resolutions will be available in the Windows Display control panel.
Note that monitor Plug and Play compatibility is dependent on several items:
    a) The computer's graphics card must be VESA DDC2 compliant.
    b) The graphics card driver must be installed and the card recognized by Microsoft Windows.
    c) The monitor must be connected directly to the graphics card.
        Plug and Play does not work through the separate BNC type 
        connectors nor through distribution buffers or boxes.


UNINSTALLATION:
If the HP LCD Monitor INF and ICM driver software is installed using the CD setup program, 
then uninstalling the INF and ICM software can be achieved through the Microsoft Windows 
"Add/Remove Programs" Control Panel.  The name for this software in the "Add/Remove Programs" 
window will be "HP LCD Monitor Driver Software 2.00".
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